


PART PLAN FLOOR 65 
FLOORS 56-74 (SIM) 

REF a FLOOR 55 - 976*-0 

roor 56 - m~a 

FLOOR 74 « 1W-0 


PART PLAN FLOOR 75 

REF a - 1218'-0 




PART PLAN FLOOR 78 
FLOORS 79-108 (SIM) 
SET a FIOOR 78 - 125V-0 
ROOR 79 - 1272--0., 
FLOW 106 - 15W-0 


PART PLAN FLOOR 107 
REF a - 1610M 
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PART PLAN FLOOR 44 
FLOORS 45-48 (SIM) 
REF a FLOOR 44 » 54Z-0 
FLOOR 45 m 855 -0 
FLOOR 4S - 892"~0 



PART PLAN FLOOR 76 

REF EL ■ 1232--0 



PART PUN FLOOR 108 
3EF a - 1627*-10 




PART, PLAN FLOORS 49-54 
REF a FLOOR 49 - 904'-0 
ROOR 54 - 964'-0 



stf IKE 

m 


PART PLAN FLOOR 77 
REF R - 1246'-0 
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NOTES: 

1. SEE NOTES W S5-01. 
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